To:  Morin,  Jeff[Morin.Jeff@epa.gov] 

Cc:  EOC  Public  lnformation[EOC_Public_l nformation@epa.gov] 

From:  Ragland,  Micah 

Sent:  Tue  8/18/2015  6:55:32  PM 

Subject:  Re:  Minor  Error  on  GKM  FAQ  link 

thank  you  sir! 


From:  Morin,  Jeff 

Sent:  Tuesday,  August  18,  2015  2:54  PM 

To:  EOC  Public  Information 

Subject:  RE:  Minor  Error  on  GKM  FAQ  link 


fixed,  by  the  time  you  read  this  :-) 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Ragland,  Micah  On  Behalf  Of  EOC  Public  Information 

Sent:  Tuesday,  August  18,  2015  2:46  PM 

To:  Morin,  Jeff 

Cc:  EOC  Public  Information 

Subject:  Minor  Error  on  GKM  FAQ  link 


Hey  Jeff  -- 1 know  you  are  crashing  on  a million  different  things  right  now  but  we  wanted 
to  flag  for  you  that  we  caught  a minor  error  in  the  headline  on  the  general  FAQ  (link 
below). 


The  headline  reads  "Frequent  Questions  Related  to  King  Gold  Mine  Response"  but 
should  read  "Frequent  Questions  Related  to  Gold  King  Mine  Response" 
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http://www2.epa.gov/goldkingmine/frequent-questions-related-king-gold-mine-response 
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